FIRST  ^METHOD  1ST  CHURCH 

Founded  1837 — Aurora,  Illinois 
Present  structure  was  built  in  1871   at  a  cost  of 
$43, 000. 00. 

A  new  $200,000.00  Educational  Building  was  added 
in  1959. 
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